EDWIN BOOTH

Outside raged a wild electric storm. Rain and wind pounded
against the window. Lightning slashed the angry skies. At exactly
twelve o'clock, every light in the Players* Club mysteriously went
out. A few seconds of utter darkness, and when the lights went on
again, Edwin Booth was no more.